From: 


Tarr, Jeremy M [/0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYD!BOHF23SPDLT)/CN=RECIPIENTS/CN=98859532088E4437968231EB6FEF6B70-JMTARR1] 
Sent: 1/18/2018 11:16:15 AM 

To: Owen, Jenni [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYD!BOHF23SPDLT)/cn=Recipients/cn=2282b573e68d40b38bfll0bl530db523-jowen2] 
Subject: FW: [External] Unnecessary waste of our natural world 


Constituent email for discussion at 1 today. 

Jeremy Tarr 
Policy Advisor 

Office of Governor Roy Cooper 
20301 Mail Service Center 
Raleigh, NC 27699-0301 
919-814-2043 | Jeremy.Tarr@NC.Gov 


Email correspondence to and from this address may be subject to the North Carolina Public Records Law and 
may be disclosed to third parties by an authorized state official. 

-Original Message- 

From: MARTHA w GIROLAMI [mailto:mgirolami@mac.com] 

Sent: Thursday, January 18, 2018 10:55 AM 

To: Tarr, Jeremy M <jeremy.tarr@nc.gov>; Regan, Michael S <Michael.Regan@ncdenr.gov>; Cooper Roy 
<governor.office@nc.gov> 

Subject: [External] Unnecessary waste of our natural world 

CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious 
email as an attachment to report.spam@nc.gov. 


Dear Sirs 

This type of “accident” (or is it failed technology and lack of standards) will harm NC repeatedly as 
has been the experience of Ohio. 

Please don’t let the ACP happen to NC. 

Thank you 
Martha Girolami 

http://radio.wosu.org/post/ohio-epa-reports-new-rover-pi peline-spi 11 -federal -regul ators#stream/0 





